From: Barry Cadden 

Sent: Thursday, February 10, 2011 9:48 AM 
To: gchin@neccrx.com 

Subject: RE: 

OK... I have ordered more but may not have for 3+ weeks. National backorder + !ots of facilities desperate so if we need 
to use the powder that you have we will do a quantitative test on first product to make sure that the chemical is still 
"good" 


From: Glenn Chin 

Sent: Thursday, February 10, 2011 9:24 AM 
To: Barry Cadden 

Subject: RE: 

We have an old Neostigmine Bromide from PCCA packaged on 12/04 without an expiration date. It's an open 5gm bottle. 
From: Barry Cadden 

Sent: Wednesday, February 09, 2011 4:45 PM 
To: Glenn Chin 

Subject: 

Any neostigmine powder in house??? 
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